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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 12419 27I3I7Z 
ACTION ARA-14 

INFO OCT-01 ISO-00 EB-08 /023 W 

015670 271330Z/44 

R271130ZDEC77 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 500 

UNCLAS CARACAS 12419 

PASS TO: OED/MEPD AND OIM 

E.O. 11652: N/A 
TAGS: BENC, VE 

SUBJ: MAJOR PROJECT: SIDOR PLAN IV EXPANSION: 

MODERNIZATION OF TUBE PLANT 

REP: CARACAS 4660 

1. CVG-SIDERURGICA DEL ORINOCO C.A. (SIDOR) HAS ANNOUNCED THAT 
SUBJECT BID TO DESIGN, SUPPLY AND DELIVER EQUIPMENT FOR THE TUBE 
PLANT (PROJECT 835) HAS BEEN DECLARED VACATED. AUTHORIZED REPRESENTA- 
TIVES OF BIDDERS MAY DRAW THEIR BID BONDS FROM OFICINAS DE LA 
TESORERIA, SIDOR, CARACAS. 

2. SEE ATTACHED. 

2. GOV SOMETIMES DECLARES BIDS VACANT, THEN SUBSEQUENTLY NEGOTIATES 
WITH SINGLE FIRM FOR PURCHASE OP EQUIPMENT. IN OTHER INSTANCES 
GOV AVOIDS LICITATION BECAUSE ALL BIDS WERE TOO HIGH AND NEGOTIATES 
PURCHASE AMONG SEVERAL FIRMS. EMBASSY ATTEMPTING TO DETERMINE WHAT 
SITUATION PREVAILS IN PRESENT CASE BUT THIS MOST DIFPICULT GIVEN 
ABSENCE OF KEY PERSONNEL IN SIDOR DURING HOLIDAY PERIOD. 

CROWLEY 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-Dec-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CARACA12419 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770481-1225 

Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771217/aaaaania.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 52620efd-c188-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 CARACAS 4660 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 128895 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: SIDOR PLAN IV EXPANSION: MODERNIZATION OF TUBE PLANT 
TAGS: BENC, VE 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/52620efd-c1 88-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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